Supplement to 


NAVAL ENGINEERS JOURNAL 


February, April, June, August, October, December 1978 


INDEX 


VOLUME XC 
1978 


Assorrt, Jack W. 
Comments and Discussion: ASNE Day 1978 Technical Papers 
Acceptance of a Complex Combat System 
by Captain Bart M. Datta Mura, USN 
A Cost Estimating Routine for Electrical Cable Installation on Naval Ships 
by Russet V. CARSTENSEN 
Acquisition for Naval Surface Combatants; Combat System 
by Ropert R. Resins & Paut A. ROGERS 
Acquisition Strategy; Design Budgeting — A New Dimension in 
by JosepH MAuRELLI & Rosert J. Scott 
Acquisitions; Business Management of Complex Combat Systems 
by ALEXANDER SIKORSKY 
Apams, Dona B. with Dr. DEAN A. RAINs 
The Flight Deck DD 963 
Avee, Dr. Bruce H. with Eowarp L. MATHEWSON 
Hydrostatic Stability of Large Hydrofoil Craft 
A Discussion of the Responsibilities and Functions of the Navy Research and Development Centers 
by KenneTtH A. Boyp 
Advanced Naval Vehicles Concepts Evaluation; Combat Systems for the 
by Captain THOMAS L. Meeks, USN; COMMANDER CLARK GRAHAM, USN & Ricuarp C. Hu 
Advanced Platforms; SEAMOD Combat Systems for 
by COMMANDER S.E. Veazey, USN 
Alternatives for C’ in 2000; Projected Technical 
by COMMANDER Stacy V. Hotes, USN 
Analysis; DDG-47 Reliability Engineering 
by Morton L. BuckBerGc & Mrs. JEANNINE A. VAIL 
An Evaluation of the Seakeeping Qualities of Naval Combatants 
by LiEUTENANT COMMANDER STEPHEN R. O.son, USN 
AsHER, MELvyNn W. 
,; Land Based Test Center: A Tool for Construction and Design of FFG 7 Class Frigates 
ASNE ANNuAt Awarops for 1977 
ASNE Day 1978 — Acknowledgments and Proceedings 
by CAPTAIN FRANK G. Law, USN (Ret.) — Secretary-Treasurer 
ASNE Day 1978 — ANnnuat Business MEETING: “‘State-of-the-Society” Message 
by REAR ApMIRAL KENNETH E. Wixson, Jr., USN — President 1977-78 
ASNE Day 1978 — Banquet Appress: ‘Some Concerns and Reactions to Problems Faced in the Secretariat” 
by THe HonoraB-e Davin E. Manw, Assistant Secretary of the Navy (Research, Engineering & Systems) 
ASNE Day 1978 — LuNcHEON Appress: “The Coast Guard and the Naval Engineer” 
by Vice L. Perry, USCG. Vice Commandant of the U.S. Coast GuaRD 
ASNE Day 1978 TecHNICAL PAPERs: 
Session No. Apr. 21, 23; June 83 ; 
Session No. Apr. 39,49, 60, 68 eye. 
Session No. 93, 107 is 
Session No. a 75, 85, 91 
Session No. - 103, 112, 119 
Session No. . 130, 137, 149 
Session No. . 157, 165, 176 
ASNE Day 1978 Technical Papers; Comments and Discussion: 
by Jack W. Assott 89 
ASNE Day 1978 Technical Papers; Comments and Discussion: 
by GeorGceE D. KERR 91 


Naval Engineers Journal, December 1978 95 


A PAGE 


ASNE Day Tecunicat Papers: “Comments and Discussions” 
Session No. 1 (Apr. pp. 21-37; June p. 83)... 
Session Mo. 2 (Age. pp. FO-47). 
Session No. 4 (Apr. pp. 75-102). 
No. (Age. pp. 163-129). 
Session No. 7 (Ape. pp. 157-182). 

A System Engineering State-of-the-Art Equal to Modern Warship Design 
by Captain M. Ecauarr, Jn., USN Apr. 


Babbitt Metal Bonding for Shipboard Application; Investigation of 

Beating the Energy Squeeze 

by REAR Rosert G. Mitts, USN (Ret.) & COMMANDER Denis DuBols, 
Beecuer, Joun D., Captain, USN with AntHony R. DiTRAPANI 

The FFG 7 Guided Missile Frigate Program. ...........cccccccccccccccccccccccccvccccsscesesenssscceseeseosesssssonseses 
Boyp, KENNETH A. 

A Discussion of the Responsibilities and Functions of the Navy Research and Development Centers. ..........-.-+0eeeeeeeeeeeeees 
Breaux, D.K. with ComMMANDER K. Davies, RCN 

Design and Service of a Marine Waste Heat Boiler. 
Bridge System “‘At-Sea’’ Evaluation; Integrated 

by Lanny J. Pucnett & ROBERT A. SNIPFIN. 
BuckBeRG, Morton L. with Mrs. JEANNINE A. VAIL 

DDG-47 Reliebility Engineering Analysis. ..... Apr. 
Buck.ey, H. 

Hull Girder Structural Design — The Case for New Loading Conditions for Extreme Waves. ........ 
Budgeting — A New Dimension in Acquisition Strategy; Design 

by & J. SCOT. 
Burner, WALLACE K. 

Generalized Summary of the State-of-the-Art of Underwater Welding. ..............ccceccccnccccccccvcccccccecesccecceceees 
Business Management of Complex Combat Systems Acquisitions 


C’ in 2000; Projected Technical Alternatives for 

CALLAHAN, CASVILLE M. with CAPTAIN JAMEs V. JoLLirF, USN 

Naval Coastal Systems Laboratory — A Unique In-Situ Test and Evaluation Site. 
Caruart, Dr. H.W. with C.H. Powter; Captain J.L. McVoy, USN; Dr. J.T. LEonarp & T.S. Prive 

Five Safety of Naval Shins — Am Open ge. 
Carson, Craic M. with Jan Paut Hope 

CARSTENSEN, RussELt V. 

A Cost Estimating Routine for Electrical Cable Installation on Naval Ships. ..........cccccccccccccccsccccscvcscccccccccecsces 
Classification Lists — A Useful Way to Organize Ship Design Data 

Combat System; Acceptance of a Complex 

Combat System Acquisition for Naval Surface Combatants 

Combat System Design and Engineering; Impact of OMB Circular A-109 on 

Combat Systems Acquisitions; Business Management of Complex 

Combat Systems for the Advanced Naval Vehicles Concepts Evaluation 

by Captain THOMAS L.Meeks, USN; COMMANDER CLARK GRAHAM, USN & RICHARD C. HU.... 
Combat Systems for Advanced Platforms; SEAMOD 

Combatant Ships; SEAMOD — A New Way to Design, Construct and Modernize Navy 

Combatant Ships Symposium at Virginia Beach; Report on the Surface 

Combatants; An Evaluation of the Seakeeping Qualities of Naval 


96 Naval Engineers Journal, December 1978 


PAGE 
55 
57 
59 
65 
69 
77 
130 
B 
73 
176 
93 
ec. 78 
63 
16S 
103 
8S 
95 
39 
68 
. 69 
Cc 
63 
119 
21 
31 
81 
87 
73 
79 
41 
69 
65 
53 
50 
19 
23 


Combatants; Combat System Acquisition for Naval Surface 
by Ropert R. Rosins & Paut A. RoGerRs 
Comments and Discussion: ASNE Day 1978 Technical Papers 
by Jack W. ABBoTT 
Comments and Discussion: ASNE Day 1978 Technical Papers 
by Georce D. 
Comments on Dr. Leopold's Paper: “Innovation Adoption in Naval Ship Design” 
by Dr. LASKAR WECHSLER 
Concept Ahead of Its Time?; Metric Navigation — A 
Configuration; Perspectives on Ship Design and 
by Vice ApMIRAL WILLIAM L. Reap, USN 
Considerations in the Naval Architecture of Salvage Ships 
by COMMANDER W.I. Mitwee, Jr., USN 
Construction and Design of FFG 7 Class Frigates; Land Based Test Center: A Tool for 
by Metvyn W. ASHER 
Controllable Pitch Propellers as a Means to Ensure Systems Integrity; Hub Size Selection Criteria for 
Jaap WinD 
CorperR, James L. with MELVIN A. SCHWARTZ 
The Shipboard Facilities Maintenance Demonstration Study 
Cost Effectiveness Through Producibility Design Control 
by Carto C. Mancuso & Josepu C. Lucie 
Cost Estimating Routine for Electrical Cable Installation on Naval Ships; A 
by Russet V. CARSTENSEN 


Datta Mura, Bart M., Captain, USN 

Acceptance of a Complex Combat System 
Davies, K., COMMANDER, RCN with D.K. BREAUX 

Design and Service of a Marine Waste Heat Boiler 
DD 963; The Flight Deck 

by Dr. Dean A. Rains & DONALD B. ADAMS 
DDG-47 Reliability Engineering Analysis 

by Morton L. BuckBerc & Mrs. JEANNINE A. VAIL 
Design: A Feasibility Discussion of New Repair Concepts and Technology; Navy Repair Ship 

by James R. Witkins, III 
Design; A System Engineering State-of-the-Art Equal to Modern Warship 

Design and Configuration; Perspective on Ship 

by Vice ApMiRAL WILLIAM L. Reap, USN 
Design and Engineering; Impact of OMB Circular A-109 on Combat System 

by ALAN J. RAMSBOTHAM, JR 
Design and Installation of Shipboard Electro-Optical and Fire Control Systems; Factors Affecting the 

by James L. OrELuP 
Design and Service of a Marine Waste Heat Boiler 

| by D.K. Breaux & ComManper K. Davies, RCN 
Design Budgeting — A New Dimension in Acquisition Strategy 

by JosepH MaAurRe & Rosert J. Scott 
Design — But Does Not Ask; What Every Subsystem Engineer Should Know About Ship 

by COMMANDER CLARK GRAHAM, USN 
Design, Construct and Modernize Navy Combatant Ships; SEAMOD — A New Way to 

by E. Lawson 
Design Control; Cost Effectiveness Through Producibility 

by Carvo C. Mancuso & Josepu C. Lucie 
Design Data; Classification Lists — A Useful Way to Organize Ship 

by RicHarp Lutowsk1 
Design for Maintainability: Experience on FFG 7 Class 

by AntHuony J. Guipo & STEPHEN P. LicuT 
Design Guidelines; Flight Deck 

by Donan J. VITALE 
Design; Naval Ship Access 

by Jan Paut Hope & Craic M. CARLsoNn 
Design of FFG 7 Class Frigates; Land Based Test Center: A Tool for Construction and 

by Metvyn W. ASHER 
Design — The Case for New Loading Conditions for Extreme Waves; Hull Girder Structural 

by H. BucKLEY 
Development Testing in the Fleet; Lessons Learned in 

by Peter M. EpMonpo & COMMANDER PETER L. McCammon, USN 


Naval Engineers Journal, December 1978 


PAGE 
79 

89 
91 
| 87 : 
41 
20 
19 
79 : 
49 
| 
81 
| 4 
D 
| 73 
165 
149 
85 
| 51 
130 
20 
41 
79 4 
| 165 
| 39 
83 
50 
49 
87 
75 
137 
31 
79 
95 
112 


DiTrapani, ANTHONY R. with Captain Joun D. BEECHER, USN 


DuBots, Denis, COMMANDER, USN with Rear ApmiRAL Rosert G. Mitts, USN (RET.) 

Durr, Kart M., ComManper, USN with JoserH N. SHRADER 


Ecxuart, M., Jr., Captain, USN (Rert.) 


A System Engineering State-of-the-Art Equal to Modern Warship Design. ............-.0-secceeeeceeececeeeeeeeeeteeeteeeees Apr. 
Epmonpo, Peter M. with COMMANDER Peter L. McCammon, USN 

Lessons Leasned te Testing the Apr. 
Electrical Cable Installation on Naval Ships; A Cost Estimating Routine for 

Electromagnetic Program — Problem or Panacea; The Navy's Tactical 

Electronic System Degradation; Ship 

Electro-Optical and Fire Control Systems; Factors Affecting the Design and Installation of Shipboard 

Energy Squeeze; Beating the 

by Rear ApmirRAL Rosert G. Mixts, USN (Ret.) & CommManper Denis DuBois, USN....... Apr. 
Engineering Analysis; DDG-47 Reliability 

Engineering; Impact of OMB Circular A-109 on Combat System Design and 

Engineering in a Naval Shipyard; Production 

Engineer Should Know About Ship Design — But Does Not Ask; What Every Subsystem 


Facilities Maintenance Demonstration Study; The Shipboard 


Factors Affecting the Design and Installation of Shipboard Electro-Optical and Fire Control Systems 

FFG 7 Class Frigates; Land Based Test Center: A Tool for Construction and Design of 

FFG 7 Class; Ship Design for Maintainability: Experience on 

Fins of the Future — FFG 7 

Fire Control Systems; Factors Affecting the Design and Installation of Shipboard Electro-Optical and 

Fire Safety of Naval Ships — An Open Challenge 

by C.H. Powter; Captain J.L. McVoy, USN; Dr. H.W. Carnart; Dr. J.T. LEONARD & T.S. PRIDE... ... Apr. 
Fleet; Lessons Learned in Development Testing in the 

Fleet Maintenance Practices; The Use of Maintenance Data to Improve 

FLessNeR, MicHaet F., LieuTENANT, USCG with RicHarp A. SwAnek; Dr. Rospert P. Witson, Jr. & Dr. PHANI P.K. Ras 

Flight Deck DD 963; The 

Flight Deck Design Guidelines 

Frasier, E. Lewis, LipeuUTENANT COMMANDER, USN (RET.) 

Frigate Program; The FFG 7 Guided Missile 

Friscu, Dr. Franz A.P. with CHarLes Topp 


Gart.ey, Crype E., Jr. 


98 Naval Engineers Journal, December 1978 


91 


79 


79 


7S 


29 


79 


21 


112 


25 


157 


149 


137 


41 


93 


| PAGE 
June 86107 
E 
112 
81 
41 
79 
, 176 
85 
a 
41 
60 
une 83 
F 
| 
= 
Aug. 23 
G 
il 


¢ 


Generalized Summary of the State-of-the-Art of Underwater Welding 
by Wattace K. BuRNER 
Girder Structural Design — The Case for New Loading Conditions for Extreme Waves; Hull 
by H. BucKLey 
GRAHAM, CLARK, COMMANDER, USN with Captain THomMAs L. Meeks, USN & Ricnarp C. Hu 
Combat Systems for the Advanced Naval Vehicles Concepts Evaluation 
GRAHAM, CLARK, COMMANDER, USN 
What Every Subsystem Engineer Should Know About Ship Design — But Does Not Ask 
Guipo, AntuHony J. with STEPHEN P. LicuTt 
, Ship Design for Maintainability: Experience on FFG 7 Class 


Heat Boiler; Design and Service of a Marine Waste 
by D.K. Breaux & ComMANDER K. Davies, RCN 
Homes, Stacy V., COMMANDER, USN 
Projected Technical Alternatives for C’ in 2000 
Hott, R.H., COMMANDER, USN 
Report on the Surface Combatant Ships Symposium at Virginia Beach 
Hope, JAN Paut with Craic M. CARLSON 
Naval Ship Access Design 
Hub Size Selection Criteria for Controllable Pitch Propellers as a Means to Ensure Systems Integrity 
by Jaap WinpD 
Hull Girder Structural Design — The Case for New Loading Conditions for Extreme Waves 
by H. BuckLey 
Hu, Ricwarp C. with Captain THomas L. Meeks, USN & COMMANDER CLARK GRAHAM, USN 
Combat Systems for the Advanced Naval Vehicles Concepts Evaluation 
Hydrostatic Stability of Large Hydrofoil Craft 
by Dr. Bruce H. Apee & Eowarp L. MATHEWSON 


Impact of OMB Circular A-109 on Combat System Design and Engineering 
by ALAN J. RAMSBOTHAM, JR 
“Innovation Adoption in Naval Ship Design’’; Comments on Dr. Leopold's Paper: 
by Dr. LASKAR WECHSLER 
Installation of Shipboard Electro-Optical and Fire Control Systems; Factors Affecting the Design and 
by James L. OrELuP 
Integrated Bridge System ‘‘At-Sea” Evaluation 
by Lanny J. Puckett & RosBert A. SNIFFIN 
Investigation of Babbitt Metal Bonding for Shipboard Application 
by Mike G. VAssILAROS 


James V., Captain, USN with Casvi_te M. CALLAHAN 
Naval Coastal Systems Laboratory — A Unique In-Situ Test and Evaluation Site 


Kerr, Georce D. 
Comments and Discussion: ASNE Day 1978 Technical Papers 


Laboratory — A Unique In-Situ Test and Evaluation Site; Naval Coastal Systems 
by Captain JaMeEs V. USN & Casvit_te M. CALLAHAN 
Land Based Test Center: A Tool for Construction and Design of FFG 7 Class Frigates 
by Metvyn W. ASHER 
Law, Frank G., Captain, USN (Ret.) — Secretary-Treasurer 
ASNE Day 1978 — Acknowledgments and Proceedings 
Lawson, CHARLES E. 
SEAMOD — A New Way to Design, Construct and Modernize Navy Combatant Ships 
LEONARD, Dr. J.T. with C.H. PoHLeR; Captain J.L. McVoy, USN; Dr. H.W. Carnart & T.S. Prive 
Fire Safety of Naval Ships — An Open Challenge 
Lessons Learned in Development Testing in the Fleet 
by Peter M. Epmonpo & COMMANDER PETER L. McCammon, USN 
Licut, STEPHEN P. with ANTHONY J. Guipo 
Ship Design for Maintainability: Experience on FFG 7 Class 


Naval Engineers Journal, December 1978 


PAGE 
H 
I 
73 
J 
K 
79 


Loading Conditions for Extreme Waves; Hull Girder Structural Design — The Case for New 


Lucie, Joseru C. with Carto C. Mancuso 

Lutowski, RIcHARD 


Classification Lists — A Useful Way to Organize Ship Design Data. .........cccscccccccccccccccccccccccccccccccccsscccccoss 


Maintainability: Experience on FFG 7 Class; Ship Design for 


by Antuony J. Guipo & P. LIGHT... Apr. 
Maintenance Demonstration Study; The Shipboard Facilities 

Management of Complex Combat Systems Acquisitions; Business 

Mancuso, C. with Josern C. Lucie 

Cost Effectiveness Through Producibility Design Control. Apr. 
Mann, THe Honoraste Davin E., Assistant Secretary of the Navy (Research, Engineering & Systems) 

ASNE Day 1978 Banquet Appress: “Some Concerns and Reactions to Problems Faced in the Secretariat’.............--++02000: June 
Marine Reheat Steam Generators; The History and Experience with 

Marine Waste Heat Boiler; Design and Service of 

by D.K. Danaus & K. Davims, Apr. 
MATHEWSON, Epwarp L. with Dr. Bruce H. ADEE 

Joseru with Ropert J. Scott 

Design Budgeting — A New Dimension in Acquisition Strategy. ............cccccccccccccccccccccccccceveccccccecccccseseees Apr. 
McCatium, Donan with Louis W. NELSON 

McCammon, Peter L., COMMANDER, USN with Peter M. EpMonDO 

McCormick, J.P. with J. REINEs 

McVoy, J.L., Captain, USN with C.H. Powter; Dr. H.W. Caruart; Dr. J.T. Leonarp & T.S. PRipE 

Fire Safety of Naval Ships — An Open Challenge. Apr. 
Meeks, Tuomas L., Captain, USN with COMMANDER CLARK GRAHAM & RicHaRD C. Hu 

Combat Systems for the Advanced Naval Vehicles Concepts Evaluation. ............ccccccccccccccccccccncccccsccscccsssccees Oct. 
Message from the President 

by ivan Monn — ASNE President 1978-79. Aug. 
Metal Bonding for Shipboard Application; Investigation of Babbitt 

Metric Navigation — A Concept Ahead of Its Time? 

Military Vehicles; Weight Distribution Categorization for 

Mitts, Ropert G., Rear Apmirat, USN (Ret.) with ComMMANDER Denis DuBois, USN 

Mitwee, W.I., Jr., COMMANDER, USN 

Considerations in the Naval Architecture of Salvage Ships. ..... Oct. 
Missile Frigate Program; The FFG 7 Guided 

Modernize Navy Combatant Ships; SEAMOD — A New Way to Design, Construct and 

Monk, Ivan — ASNE President 1978-79 


MorissEAU, KENNETH C. 


Naval Architecture of Salvage Ships; Considerations in the 


Naval Coastal Systems Laboratory — A Unique In-Situ Test and Evaluation Site 


by Captain James V. USN & Casvit ce M. CALLAHAN. Apr. 


Naval Combatants; An Evaluation of the Seakeeping Qualities of 


Naval Ship Access Design 


100 Naval Engineers Journal, December 1978 


49 


7S 


91 


176 


93 


PAGE 
7 
Dec, 87 
M 
| 
69 
49 
40 
65 
165 
37 
39 
29 
112 
25 
21 
65 
3 
73 
41 
67 
|__| 
19 
= 
50 
P 
| N 
;, 


Naval Ships; A Cost Estimating Routine for Electrical Cable Installation on 
by V. CARSTENSEN 
Naval Ships — An Open Challenge; Fire Safety of 
by C.H. Captain J.L. McVoy, USN; Dr. H.W. Caruart; Dr. J.T. LEONARD & T.S. PRIDE. Apr. 
Naval Shipyard; Production Engineering in a 
by COMMANDER R. Bruce Wooprurr, USN 
Naval Surface Combatants; Combat System Acquisition for 
by Ropert R. Rosins & Paut A. RoGers 
Naval Vehicles Concepts Evaluation; Combat Systems for the Advanced 
by Capta’n THOMAS L. Meeks, USN; COMMANDER CLARK GRAHAM, USN & C. Hu 
Navigation -- A Concept Ahead of Its Time?; Metric 
by LiEUTE NANT COMMANDER E. Lewis Frasier, USN (RET.) 
Navy Combatant Ships; SEAMOD — A New Way to Design, Construct and Modernize 
by Cuaries E. Lawson 
Navy Repair Ship Design: A Feasibility Discussion of New Repair Concepts and Technology 
by James Witkins, III 
Navy Research and Development Centers; A Discussion of the Responsibilities and Functions of the 
by Kenneth A. Boyp 
Navy's Tactical Electromagnetic Program — Problem or Panacea; The 
Netson, Louis W. with DonALD McCaLLum 
Fins of the Future — FFG 7 


Outer, Joun S., JR., Captain, USN (RET.) 

The Navy's Tactical Electromagnetic Program — Problem or Panacea 
Gxson, STEPHEN R., LIEUTENANT COMMANDER, USN 

OMB Circular A-109 on Combat System Design and Engineering; Impact of 

by ALAN J. RAMsBoTHaM, JR 
Orevup, James L. 

Factors Affecting the Design and Installation of Shipboard Electro-Optical and Fire Control Systems. Oct. 
Overpressurization; Vent System 

by LiEuTENANT F. FLessner, USCG; Ricuarp A. Swanek; Dr. Ropert P. Wirson, Jr. & Dr. PHANIP.K. Ras 


P 


Perry, Exits L., Vice ApmirAL, USCG, Vice Commandant of the U.S. Coast Guarp 
ASNE Day 1978 LuNcHEON Appress: ‘The Coast Guard and the Naval Engineer” 
Perspectives on Ship Design and Configuration 
by Vice ApMiRAL WILLIAM L. Reap, USN 
PHM — Surface Warfare Technology Takes a Step Forward; The 
by JoserH N. SHRADER & COMMANDER Kart M. Durr, USN 
Platforms; SEAMOD Combat Systems for Advanced 
by COMMANDER S.E. Veazey, USN 
Pouter, C.H. with Captain J.L. McVoy, USN; Dr. H.W. Caruart; Dr. J.T. Leonarp & T.S. Prive 
Fire Safety of Naval Ships — An Open Challenge 
Prive, T.S. with C.H. Powter; Captain J.L. McVoy, USN; Dr. H.W. Carnart & Dr. J.T. LEONARD 
Fire Safety of Naval Ships — An Open Challenge 
Production Engineering in a Naval Shipyard 
by COMMANDER R. Bruce Wooprurr, USN 
Program — Problem or Panacea; The Navy's Tactical Electromagnetic 
Projected Technical Alternatives for C’ in 2000 
by COMMANDER Stacy V. Hotes, USN 
ProopiANn, Rosert E. with Dr. SipNey TEITLER 
Weight Distribution Categorization for Military Vehicles 
Propellers as a Means to Ensure Systems Integrity; Hub Size Selection Criteria for Controllable Pitch 
by Jaap WIND 
Puckett, Lanny J. with Ropert A. SNIFFIN 
Integrated Bridge System ‘‘At-Sea’’ Evaluation 


Rains, Dr. Dean A. with DonaLp B. ADAMS 
The FLight Deck DD 963 

Ras, Dr. PHAN P.K. with LieUTENANT MICHAEL F. FLEssNER, USCG; RicHarp A. Swanek & Dr. Ropert P. Witson, Jr. 
Vent System Overpressurization 


Naval Engineers Journal, December 1978 


PAGE 

. 
21 
60 
79 

41 
50 
SI 

| 63 

51 

29 

Oo 

23 

41 

79 

187 

| 37 

7 20 

107 

53 3 

21 

21 

60 

63 : 

67 

49 3 

103 

4 

101 


RAMSBOTHAM, ALAN J., Jr. 


Impact of OMB Circular A-109 on Combat System Design and Engineering. Aug. 41 
Reap, L., Vice ApMirRAL, USN 
Reines, J. with J.P. McCormick 
| The Use of Maintenance Data to Improve Fleet Maintenance Practices... ..........ccccccccccccccccccccvceccevcecseeeeseece Dec. 25 
Reliability Engineering Analysis; DDG-47 
Repair Ship Design: A Feasibility Discussion of New Repair Concepts and Technology; Navy 
Report on the Surface Combatant Ships Symposium at Virginia Beach 
by COMMANDER R.H. HOLT, USN. ......... Dec. 19 
: Research and Development Centers; A Discussion of the Responsibilities and Functions of the Navy 
Rosins, Ropert R. with Paut A. RoGeRs 
Combat System Acquisition for Naval Surface Combatant. Feb. 79 
Rocers, Paut A. with Ropert R. Rosins 


Safety of Naval Ships — An Open Challenge; Fire 


by C.H. Ponter; Captain J.L. McVoy, USN; Dr. H.W. Carnart; Dr. J.T. LEONARD & T.S. PRIDE... Apr. 21 
Sails?; Why Not 

Scuropre, J. THOMAS 

The History and Experience with Marine Reheat Steam Generators. .... Aug. 65 
ScuHwartz, Metvin A. with James L. CoRDER 

Scott, Ropert J. with JosepH MAURELLI 

Design Budgeting — A New Dimension in Acquisition Strategy. ...........ccccccccccccccccccccccccccccccccescseseecescseess Apr. 39 
Seakeeping Qualities of Naval Combatants; An Evaluation of the 

by Cosmsanpen Sraswan Ocean, Feb. 23 
SEAMOD — A New Way to Design, Construct and Modernize Navy Combatant Ships 

SEAMOD Combat Systems for Advanced Platforms 

by S.E. UG, Feb. $3 
Feb. 16, Apr. 14, June 13, Aug. 15, Oct. 16, Dec. 11 
Ship Access Design; Naval 

bp Jan Paws Hove & Apr. 31 
Ship Design: A Feasibility Discussion of New Repair Concepts and Technology; Navy Repair 

Ship Design and Configuration; Perspectives on 

Ship Design — But Does Not Ask; What Every Subsystem Engineer Should Know About 

Ship Design Data; Classification Lists — A Useful Way to Organize 

Ship Design for Maintainability: Experience on FFG 7 Class 

Ship Electronic System Degradation 

Shipboard Electro-Optical and Fire Controi Systems; Factors Affecting the Design and Installation of 

Shipboard Facilities Maintenance Demonstration Study; The 

Shipbuilding; The ““Trade-Off" Between Learning and Inflation in 

Ships; A Cost Estimating Routine for Electrical Cable Installation on Naval 

Ships; Considerations in the Naval Architecture of Salvage 

Ships Symposium at Virginia Beach; Report on the Surface Combatant 

Shipyard; Production Engineering in a Naval 

SHRADER, JosePH N. with COMMANDER Kart M. Durr, USN 


102 Naval Engineers Journal, December 1978 


PAGE 
June 
| 
— 


Sikorsky, ALEXANDER 


SniFFin, Ropert A. with Lanny J. PuCKETT 


Stability of Large Hydrofoil Craft; Hydrostatic 
System; Acceptance of a Complex Combat 
System Aquisition for Naval Surface Combatants; Combat 
System Degradation; Ship Electronic 
System Design and Engineering; Impact of OMB Circular A-109 on Combat 
System Engineering State-of-the-Art Equal to Modern Warship Design; A 
Systems Acquisitions; Business Management of Complex Combat 
Systems for the Advanced Naval Vehicles Concepts Evaluation; Combat 
by Captain THomas L. Meeks, USN; COMMANDER CLARK GRAHAM, USN & RICHARD C. HU... Oct. 
Systems; Factors Affecting the Design and Installation of Shipboard Electro-Optical and Fire Control 
Systems Integrity; Hub Size Selection Criteria for Controllable Pitch Propellers as a Means to Ensure 
Systems Laboratory — A Unique In-Situ Test and Evaluation Site; Naval Coastal 
SwaNneK, RICHARD A. with LIEUTENANT MICHAEL F. FLEssNeER, USCG; Dr. Rospert P. Witson, Jr. & Dr. PHANI P.K. Ras 
T 
Technical Alternatives for C’ in 2000; Projected 
Technology Takes a Step Forward; The PHM — Surface Warfare 
Test and Evaluation Site; Naval Coastal Systems Laboratory — A Unique In-Situ 
The FFG 7 Guided Missile Frigate Program 
The Flight Deck DD 963 
The History and Experience with Marine Reheat Steam Generators 
The Navy's Tactical Electromagnetic Program — Problem or Panacea 
The PHM — Surface Warfare Technology Takes a Step Forward 
The Shipboard Facilities Maintenance Demonstration Study 
The ‘‘Trade-Off’ Between Learning and Inflation in Shipbuilding 
The Use of Maintenance Data to Improve Fleet Maintenance Practices 
TreTLer, Dr. SipNEy with RoBert E. PROODIAN 
Topp, CHARLES with Dr. Franz A.P. Friscu 
Vv 


VaiL, Mrs. JEANNINE A. with MortTON L. BUCKBERG 


VASSILAROS, Mike G. 

of BabOitt Bonding for Shipboard Application. Dec. 
Veazey, S.E., COMMANDER, USN 

Vehicles Concepts Evaluation; Combat Systems for the Advanced Naval 

by Captain THomas L. Meeks, USN; COMMANDER CLARK GRAHAM, USN & RICHARD C. HU... Oct. 


Naval Engineers Journal, December 1978 


Busmess Management of Complex Combat Systems Feb. 


103 


149 


107 


67 


23 


85 


73 


$3 


65 


PAGE 
37 
73 
79 
41 
41 
130 
69 
79 
49 
119 
157 
63 
107 
119 
93 : 
™ 
65 : 
51 
= | 
91 
23 
: 25 
| = 


Vent System Overpressurization 
by LieuTENANT F. FLessner, USCG; Ricuarp A. Swanek; Dr. Ropert P. Witson, Jr. & Dr. PHANI P.K. Raj......... Apr. 157 


Vitace, Donan J. 
Plight Deck Design Guidelines. 


Wecus.er, Dr. LASKAR 


Comments on Dr. Leopold's Paper: “Innovation Adoption in Naval Ship Design”................ Aug. 87 
Weight Distribution Categorization for Military Vehicles 

by Da. & E. PROODIAM. Dec. 67 
Welding; Generalized Summary of the State-of-the-Art of Underwater 

What Every Subsystem Engineer Should Know About Ship Design — But Does Not Ask 

by Crane Gramans, USI... June 83 
Why Not Sails? 

Wikins, James R., Ill 

Navy Repair Ship Design: A Feasibility Discussion of New Repair Concepts and Technology. ..............000eeeeeeeeeeeeeeeeee Aug. $1 
Witson, Kenneth E., Jr., REAR ApmMirAL, USN — President 1977-78 

Witson, Dr. Ropert P., Jr. with LieurENANT Micuaet F. FLessner, USCG; Ropert A. Swanek & Dr. Puani P.K. Ray 

Winp, Jaap 

Hub Size Selection Criteria for Controllable Pitch Propellers as a Means to Ensure Systems Integrity. ..............6000eeeeeee eens Dec. 49 
Wooprurr, R. Bruce, COMMANDER, USN 


Production Engineering in a Naval 


PAY YOUR DUES in ADVANCE — 
$AVE YOUR SOCIETY MONEY! 


ATTEND ASNE Day 
and LOCAL SECTION MEETINGS! 


RECOMMEND NEW MEMBERS! 


104 Naval Engineers Journal, December 1978 


PAGE 

w 

Apr 60 

Ud 
NOV 
: 
— 
a 


